
With the development of TRI-POWER ADVANCED Enzymatic Cleaner, United Biotech has developed the 
premier, ultra concentrated, one product triple enzymatic detergent. Our extensive knowledge of 
enzymes has enabled us to formulate a cleaning solution that provides the most comprehensive and 
thorough cleaning available for each step of the decontamination process. TRI-POWER ADVANCED is the 
same clinically proven formula, now in an ultra concentrated form. United Biotech adheres to an 
Eco-Friendly vision, and all our products are greenworks certified. 

TRI-POWER ADVANCED™ 

• Ultra Concentrated 1/40 to 1/10 oz. dilution rate 

• Neutral pH 

• Non-Corrosive 

• Free Rinsing 

•Safe for all instruments and scopes 

• Universal Applications 

• 100% Biodegradable 

• Low Foaming 

• Detergent Included 

• ISO 9001:2000 Certified manufacturing process 


ORDERING INFORMATION 

Catalog # ASV102 

Description: One (1) two and a half 
gallon container 


URITED BIOTECH 

TEL: 866.753.5700 FAX: 866.753.2520 
www.united-biotech.net 
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